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SUBJECT 4 Spares for Three Channel Data Reduction Equipment 


REFERENCE : (8) Memorandum SAPO 22669 of 26 December 1957 
Memorandum SPM 8-502 of 7 January 1958 
Memorandum PP/CAMD Exeautive Registry No. 
10-1350 ef 12 February 1958 


1, As requested in paragraph 2 of references (c)}, the 
amount of $304,572 FY 1957 PP/AMD funde transferred to Project 
AQUATONE for the items listed in PP/CAMD Memorandum Ho, 9<3674 
of 16 May 1957 was investigated with the following results. 


" 2 The amount in question, $29,380 for Three Channe) Data 
Reduction Spares, was compared with the costs as set forth in 
present contract funding for these items (see “Present Funding" 
column of Reference (2), As a result of thie comparison, we 
found that Contractor's Fee of 8.25% had not been included in 
this amount. Therefore, the credit amount to be held for the 
PP Staff by the SAPC Project Comptroller is $3,959. 


25X1A 
Project Contracting Officer 


Distribution: 
Orig ~ Addressee 
2 ~ Contract A-101, Section H.5ebe, w/ey 1 of SAPC+24749 
“3 ~ Proj, Comptroller, w/cy 2 of SAPC-24749 
4 = Proj, Chrono 


ae: = (26/2/58) POLUMENT NO. nen 


NO SHARGE IW GLASS. 
[] DECLASSIFIED 


BLASS. CHANGER 18: Ts S§ G o/z 
WEXT REVIEW BAT“? ——- __ 2 Of@ 
AUTH: HR 16-2 


pare ti Jt /eeneviewsns 064540 


Approved For Release soos thu] a-RDPst B00878R001400040047-7 


